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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 221680 
ORIGIN HEW-06 

INFO OCT-01 NEA-10 ISO-OO OES-09 AID-05 FSE-00 ABF-01 
/032R 

DRAFTED BY NIH/FIC: M T JONES :EMT 
APPROVED BY OES/ENP/EN: W J WALSH, III 
NEA/EGY :RO'NEILL(INFO) 

NE/ME/E:BPORTER(INFO) 

DESIRED DISTRIBUTION 
NIH/FIC (2) 

048616 311934Z/50 

R 3 1 1 743Z AUG 78 
FM SECSTATE WASHDC 
TO AMEMBASSY CAIRO 

UNCLAS STATE 221680 

E.O. 11652: N/A 

TAGS: TPHY, OSCI, TBIO, EG 

SUBJECT: DHEW/PHS/NIH/SFCP - AGREEMENT 03-U39-N, CYTOLOGIC 
DETECTION OF CARCINOMA OF BILHARZIAL BLADDER 

PASS TO SCIATT ADDISON RICHMOND 

EMBASSY ADVISED FOLLOWING COMMERCIAL CABLE SENT AUGUST 25, 

1978 TO DR. AMAL S. IBRAHIM, C/O DR. NABIL EL-B OLKAINY . 

QUOTE CANNOT AUTHORIZE TRAVEL UNLESS FULLY APPROVED AND 
CLEARED BY DR. EL-BOLKAINY, PRINCIPAL INVESTIGATOR AGREE- 
MENT 03-039-N, AND DR. ELIZABETH CHU, U.S. COLLABORATOR. 

NEED SIXTY DAYS ADVANCE NOTICE. REQUEST FOR PROPOSED 
VISIT SHOULD STATE PURPOSE, LENGTH OF TIME AND DATES. 

SIGNED MORRIS T. JONES. UNQUOTE. CHRISTOPHER 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: AGREEMENT, RESEARCH, SCIENTIFIC VISITS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE221680 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MTJONES:EMT 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780356-0559 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978082/aaaaabuw.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 7736f25a-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1611021 
Secure: OPEN 
Status: NATIVE 

Subject: DHEW/PHS/NIH/SFCP - AGREEMENT 03-U39-N. CYTOLOGIC DETECTION OF CARCINOMA OF BILHARZIAL BLADDER PASS TO 

SCIATT ADDISON RICHMOND 

TAGS: TPHY, OSCI, TBIO, EG 

To: CAIRO 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/7736f25a-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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